Buildings designed and detailed without continuity between
elements and without ductility can be extremely "brittle"
structures and susceptible to progressive collapse.

A progressive collapse can be initiated by any form of abnor-
mal load.   Although gas explosions are at the moment the most
frequent type of abnormal  loading, other abnormal  loadings can
cause progressive collapse as well.
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